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Message Text 



UNCLASSIFIED 

PAGE 01 LAGOS 03682 02I037Z 
20 

ACTION HEW-08 

INFO OCT-OI AF-IO ISO-00 EB-II SCI-06 DRC-01 RSC-OI /038 W 

005550 

R30I529Z APR74 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 3792 

UNCLAS LAGOS 3682 

E.O. 1 1652 : N/A 
TAGS : NI, TBIO 

SUBJ : RECALL OF DIAGNOSTIC ANTI-RH TYPING SERUM 
REE : STATE A-3I27 OE APRIL I, 1974 

THE EMBASSY HAS NOTIEIED LOCAL PFIZER OFFICE OF THE RECALL. THE 
MANAGER OF THE PHARMACEUTICAL DIVISION WAS NOT AWARE OF THE 
ACTION, AND PROMISED TO NOTIFY THE APPROPRIATE PARTIES. HE 
BELIEVES THAT THE CONSIGNEE MAY HAVE BEEN UNIVERSITY COLLEGE 
HOSPITAL IN IBADAN. IP THIS PROVES NOT TO BE THE CASE, HE 
WILL SEEK A CLARIPICATION OP THE NAME OF THE CONSIGNEE FROM 
PFIZER IN NEW YORK, FOR TO THE BEST OF HIS AND OUR KNOWLEDGE, 
THERE IS NO GOVERNOR'S HOSPITAL IN NIGERIA. 

REINHARDT 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DRUG RECALL 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LAGOS03682 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 05-0206 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 974043/aaaaacdc.tel 

Line Count: 39 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE A-3127 OF APRIL 1, 1974 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 OCT 2002 by elyme>; APPROVED <02 JAN 2003 by WorrelSW> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : RECALL OF DIAGNOSTIC ANTI-RH TYPING SERUM 
TAGS: TBIO, Nl, PFIZER 
To: STATE 
Type: TE 
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